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N this booklet we have assembled some excep- 
tionally interesting aerial photographs of repre- 
sentative American cities. 

In each of the twenty-four cities shown — and in 
hundreds of others as well — Webster Systems of 
Steam Heating are providing comfortable and 
efficient warmth in every size and type of building 
From coast to coast, the dependably effective 
operation of the 30,000 Webster Systems of Steam 
Heating add measurably to the comfort and 
efficiency of daily life in the many communities 
which they serve. Throughout the long, severe 
winters of Buffalo or Minneapolis, in the brief, 
infrequent chilly spells of Dallas or New Orleans, 
and for every other heating system requirement 
between these two extremes, Webster Systems of 
Steam Heating have conclusively established their 
preeminence. 














In San Francisco 

w 

THE people of San Francisco have in turn 
conquered precipitous hills that checked 
the city's growth, developed a useless desert of 
shifty sand dunes into beautiful Golden Gate 
Park, tunneled a mountain that had been con- 
sidered impassable, and finally triumphed over 
one of the worst disasters of history that made 
it necessary to rebuild a large part of the city. 
Their city has been costly, they prize her 
correspondingly, and naturally want only the 
best for her. It is, therefore, not surprising 
to find, for example, that several long blocks 
of buildings on Market St. and elsewhere are 
exclusively heated by Webster Systems of 
Steam Heating, 
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Representative 

Webster Installations 

in San Francisco 

Standard Oil Building 

California Commercial Insurance 

Building 
Alaska Commercial Building 
Pacific Building 
Phelan Building 
Mills Building 
Flood Building 
Palace Hotel 
St. Francis Hotel 
Whitcomb Hotel 
Examiner Building 
Call Building 

Shrine Hospital for Crippled 

Children 
Southern Pacific Hospital 
Franklin Hospital 
Mount Zion Hospital 
San Francisco City 

and County Hospital 
U. S. Letterman General Hospital 
San Francisco City 

and County Relief Home 
Municipal Auditorium 
State Building (Civic Center) 
San Francisco Public Library 
First National Bank 
Bank of California 
Ferry Building 
Emporium 

Stanford Court Apartments 
Pacific Union Club 
Polytechnic High School 
Claus Spreckels Building 
Federal Reserve Bank 
Jefferson School 
Humboldt Bank Building 
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Representative 

Webster Installations 

in Seattle 

Castle Apartments 
Broadmore Apartments 
Sherwood Apartments 
Lenawee Apartments 
Caroline Court Apartments 
Granada Apartments 
Securities Building 
Cambridge Building 
Victoria Building 
Home Economics Building, 

University of Washington 
Philosophy Hall. University of 

Washington 
White Building 
Henry Building 
Cobb Building 
Stuart Building 
Douglas Building 
St. Luke's Hospital 
Boeing Airplane Co. 
Highland Park School 
Lincoln High School 
Girls' Parental School 
Cornish School of Music 
House of Good Shepherd 
Grunbaum Building 
Seattle National Bank 
L. C, Smith Building 
Dexter Horton Building 
Fourth Church of Christ Scientist 
Times Building 
Heffernan Building 
Swedish Hospital 
College Club 
Moose Temple 
Gatewood School 
Arcade Building 



Photograph published through courtesy 
of Union Pacific Railroad 
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WITH its numerous claims to distinction 
—the metropolis of the rich Pacific 
Northwest, the chief gateway to Alaska, and 
the nearest American port to the Orient, with 
one of the finest harbors, one of the most 
beautiful scenic back-grounds, and perhaps 
the most healthful climate in the United 
States — it is no wonder that Seattle has 
grown more than tenfold in less than a 
generation. 

The fact that the rate of increase in installa- 
tions of Webster Systems of Steam Heating 
in Seattle has more than kept pace with this 
remarkable growth is in itself a testimonial to 
the invariable success of each Webster System, 
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auimore 



THE spirit of Southern hospitality shines 
throughout Baltimore, In her dignified, 
courtly way she bids her guests welcome and 
seeks to provide for their comfort and well- 
being. 

It is no fancy figure of speech to say that 
Webster Systems of Steam Heating add to the 
warmth of Baltimore's hospitality. The large 
number of Baltimore's Webster installations 
testify to her recognition of Webster as the 
standard among heating systems. 

And this recognition does credit to Balti- 
more's shrewd business sense, too, for the 
demonstrated efficiency of operation and 
economy of maintenance of Webster equip- 
ment make it a particularly good investment. 







Representative 

Webster Installations 

in Baltimore 

Calvert Building 

Equitable Building 

Chamber of Commerce Building 

Merchants & Manufacturers 

Association Building 
Munsey Building 
Union Trust Building 
University Hospital 
Maryland General Hospital 
Mercy Hospital 
Emerson Hotel 
Belvedere Hotel 
Baltimore City Hall 
Baltimore Court House 
U. S. Custom House 
Baltimore City Jail 
Masonic Temple 
Central Y. M. C. A. 
Automobile Club of Maryland 
John Hopkins University 
Gaucher College 
Notre Dame College 
De Sota Apartments 
Emerson Apartments 
Maryland Cathedral 
Christian Science Church 
North Ave. M. E. Church 
Hochschild Kohn Co. 
W. T. Grant Co, 
Geo. W. H. Pierson Residence 
Dr. W. F. Wicks Residence 
Geo. W. Simpson Residence 
War Memorial Building 
Maryland Meter Works 
Forrest Park High Schools 
Canton Co. Building 
Geo. R. Debman Residence 
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Representative 

Webster Installations 

in Philadelphia 

Widener Building 
Benjamin Franklin Hotel 
Gimbel Bros. Store 
John Wanamaker Store 
Ritz Carlton Hotel 
Public Ledger Building 
P. A. B. Widener Estate 
E. T. Stotesbury Residence 
Stephen Girard Building 
Manufacturers' Club 
Morris L. Clothier Residence 
Pierce Business College 
Atlantic Building 
Girard Trust Co, 
Finance Building 
Edward G. Budd Mfg. Co. 
Quaker Lace Co. 
St. James Hotel 
Cathedral Group Building 
Globe Ticket Co. 
J. R. Keim & Co. 
Electric Storage Battery Co. 
Jefferson Hospital 
Chestnut Hill Hospital 
Misericordia Hospital 
Jefferson Building 
Robert Morris Hotel 
Bellevue Stratford Hotel 
Sylvania Hotel 
Commercial Truck Co. 
Wyndemere Apartments 
S. W. Traylor Building 
Greenfield Building 
National Biscuit Co. 
St. Hugh Catholic School 
Emmanuel Reformed Episcopal 
Church 



Photograph copyrighted by 
Aero Service Corp. 



In Philadelphia 



PHILADELPHIA is known as the "City of 
Homes" and until quite recently the apart- 
ment house has been a comparative stranger 
there. 

Philadelphia is also one of the greatest in- 
dustrial cities in the United States, both in 
regard to the value and the diversity of the 
manufactured goods which are distributed 
from this center. 

It might naturally be expected that Webster 
Systems of Steam Heating would predominate 
in Philadelphia, and such is the case. Hun- 
dreds of her greatest industrial plants and 
residences and most of her hotels, apartment 
houses, department stores, churches, clubs and 
office buildings are Webster-equipped. 
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In Detroit 



IN the typical Detroit home only the best 
and most modern appointments are accept- 
able. With the highest wages in the country, 
Detroit's industrial specialists demand the 
refinements, conveniences and comforts that 
help to make life enjoyable* 

In Detroit's factories, efficiency is the neces- 
sary standard. Her many automobile plants, 
for example, are all constantly endeavoring to 
reduce production costs to the lowest possible 
degree consistent with high quality. 

The popularity of Webster Systems of Steam 
Heating both in Detroit's homes and industrial 
plants is therefore especially convincing evi- 
dence of their ability to meet every heating 
system requirement of both comfort and 
economy in every type of installation. 




Representative 

Webster Installations 

in Detroit 

Indian Village Manor 

Whittier Apartments 

Dime Bank Building 

David Whitney Building 

Hotel Statler 

Fort Shelby Hotel 

Real Estate Exchange Building 

Hammond Building 

Cass Technical High School 

Northeastern High School 

Hudson Motor Car Co. 

Studebaker Corp. 

Sacred Heart Seminary 

Tehama Court Apartments 

London Manor 

St. Mary's Hospital 

Providence Hospital 

Book Building 

Julius Berman Apartments 

(12 Buildings) 
Frank and Seder Stores 
Hoffman Building 
Detroit Public Library 
First National Bank Building 
Receiving Hospital 
Lincoln Square Apartments 
Oakland Motor Car Co. 
General Motors Truck Plant 
Farrell Building 

Detroit College of Engineering 
Temple Bethel 
Pelavin Apartments 
Masonic Temple 
Buhl Building 
Ferry School 
Manchester Apartments 
Western High School 





Representative 

Webster Installations 

in Cincinnati 

Hamilton County Court House 

East Side High School 

Hughes High School 

University of Cincinnati 

Good Samaritan Hospital 

Longview Hospital 

Hotel Gibson 

Hotel Sinton 

Provident Bank Building 

Keith Theatre and Office Building 

Dixie Terminal. North and South 
Buildings 

Western & Southern Life Insur- 
ance Buildings 

Business Men's Club 

Gruen Watch Co. 

U. S. Playing Card Co, 

Ault & Wiborg 

Capitol Theatre 

Palace Theatre 

Strand Theatre 

Convent of Good Shepherd 

Union Gas & Electric Co. 

U. S. Printing & Lithograph Co. 

Henderson Lithograph Co. 

Church of the Covenant 

Monastery of Holy Name 

St. Elizabeth's Parish 

St. Catherine's Church and School 

Harry Leyman Residence 

B. H. Kroger Residence 

Mercantile Library Building 

Goodman Building 

Gibson Art Co. Building 

Burnet House 

St. Joseph's Orphan Asylum 

Jewish Hospital 



In Cincinnati 



WITH a musical tradition that includes 
Theodore Thomas, one of the greatest 
orchestra leaders of all time, with an art center 
the equal of any in America, with a municipal 
university famous throughout the country for 
its ideal combination of practical and cultural 
training, and with public buildings that have 
won universal admiration for their architec- 
tural beauty, the development of Cincinnati's 
artistic judgment and discrimination has kept 
equal pace with her commercial progress. 

It is, therefore, interesting to note that in 
the practical consideration of creature com- 
fort, Cincinnati's well-balanced judgment has 
endorsed Webster Systems of Steam Heating. 
Only a small portion of her impressive list 
of Webster-equipped buildings are mentioned 
here. 












In Buffalo 




THE Empire State's second largest city is 
also the world's second largest railroad 
center, and a great port as well. 

Buffalo's winters are usually severe and long. 
Her architects and heating engineers, there- 
fore, cannot afford to take chances with heat- 
ing systems. They must select apparatus 
that can be depended upon to operate effi- 
ciently through long periods of maximum 
service. 

The satisfaction assured by Webster Sys- 
tems of Steam Heating could be demonstrated 
no more forcibly than by the list of Buffalo's 
Webster-equipped buildings. Buffalo knows 
she can depend on Webster equipment— it has 
helped her through many a severe test. 




Representative 

Webster Installations 

in Buffalo 

New York Telephone Building 

Genesee Building 

Lafayette Square Office Building 

Jackson Building 

Beyers Building 

Childs Building 

Hurst Building 

Hotel Statler 

Ford Hotel 

Lennox Hotel 

Buffalo Athletic Club 

Dunlop Tire Co. 

American Brass Co* 

American Car & Foundry Co. 

Pratt & Letchworth 

Pratt & Lambert 

J. W. Clement Printing Co. 

Lautz Marble Works 

U. S. Hame Co. 

University of Buffalo 

Buffalo School No. 68 

Buffalo School No. 70 

Buffalo School No* I 

Buffalo School No. 9 

Buffalo School No. 21 

Buffalo School No. 69 

Buffalo School No. 65 

E. M. Statler Residence 

Buffalo City Hospital 

Central Park M. E. Church 

J. N. Adams Dept. Store 

Maland Building 

Buffalo Hotel 

A. L. Dixon Building 

Klepfer Building 

City and County Hall 

Church of the Covenant 
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Representative 

Webster Installation 

in Washington 

U. S* Treasury Annex 

U. S. Pension Office Building 

U. S. Patent Office Building 

U. S. Land Office (Interior Dept.) 

U. S. Walter Reed General 

Hospital 
U. S. Naval Hopital 
U. S. Court House 
U. S. Bureau of Standards 
U. S. Govt. Printing Office 
U. S* Photographic Laboratory. 

War College 
Freer Art Collection Building 
Union Station 

Netherlands Legation Building 
Central High School 
Dunbar High School 
Gallinger Hospital 
Sibley Hospital 
Providence Hospital 
Catholic University 
Sisters of the Visitation Monastery 
Woodward Building 
Southern Building 

Albee Building (Keith's Theatre) 

Wyatt Building 

Horner Building 

Woodward & Lothrop 

Kann's Dept. Store 

American Federal National Bank 

Meridian Apartments 

Municipal Building 

Mather Building 

Kresge Building 

Highland Apartments 

Portner Apartments 

Board of Temperance Building 



Photograph by U. S. Army Air Service 
Reproduction by permission 
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ashington 



AMERICA'S Capital is generally regarded 
as its most beautiful city; indeed, 
Washington has frequently been called the 
most beautiful city in the world. Its founders 
and those who have since been responsible for 
its development all labored with a single aim: 
to make it flawless — a city worthy of its name 
and its nation. 

With this ideal in mind, it is to be expected 
that Washington's buildings have been de- 
signed to be models of their type, with the 
best of material and equipment. This stand- 
ard explains the many installations of Webster 
Systems of Steam Heating in Washington's 
Government buildings, hotels, schools and 
other public, commercial and private build- 
ings. 
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In Pittsburgh 












•T^HE watch-word of "The Iron City" is 
1 "efficiency." It is related that after 
Charles Schwab had replaced a steel mill with 
a more efficient one, Andrew Carnegie author- 
ized him to scrap the new mill immediately, 
because after operating a few days, Schwab 
noted that a completely different layout 
would still further improve its efficiency. 

This spirit has accounted in large measure 
for Pittsburgh's amazing progress and pros- 
perity. It demands the best of equipment and 
gets it. 

The wide use of Webster Systems of Steam 
Heating in Pittsburgh is logical, for each 
Webster installation has done its share to 
establish more firmly their exceptional and 
permanent efficiency of operation. 









Representative 

Webster Installations 
in Pittsburgh 

Fort Pitt Hotel 

Seventh Avenue Hotel 

Oliver Building 

Jenkins Arcade 

Prick Building 

Union Trust Building 

Westinghouse Building 

National Union Fire Insurance Co, 

Bell Telephone Co. 

McCreery & Co. Dept. Store 

Jos. Home Dept. Store 

Rosenbaum Co. Dept. Store 

Kaufmann Dept, Store 

Ruskin Apartment House 

McSorley Apartments 

G. B. Gordon Residence 

F. W. Buse Residence 

I. E. Bixler Residence 

Trinity Episcopal Church 

First Presbyterian Church 

Mercy Hospital 

Allegheny General Hospital 

Westinghouse High School 

Schenley High School 

Corpus Christi School 

Mellon National Bank 

State Theatre Building 

Masonic Temple 

East Liberty Y. M. C. A. 

Pittsburgh Valve, Foundry 

& Construction Co, 
Pittsburgh Piping & Equipment 

Co. 
Standard Underground Cable Co. 
Donahoe's Market House 
Congress of Women's Clubs 
University Club 
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Representative 

Webster Installations 

in Los Angeles 

Equitable Building 
H. W. Hellman Building 
Hollingsworth Building 
Robinson Dept. Store 
W. B. Story Building 
Union Oil Building 
Van Nuys Building 
Edison Building 
Union Bank Building 
Fifth St. Dept. Store 
California Bank Building 
Gaylord Apartments 
Polytechnic High School 
Roosevelt High School 
Belmont High School 
Pomona High School 
Fullerton Junior High School 
Venice Junior High School 
Santa Barbara High School 
Friday Morning Club 
Hollywood Athletic Club 
Hollywood Hospital 
Goodyear Tire & Rubber Co. 
Brownstein-Louis Building 

Westinghouse Building 
Los Angeles Hall of Records 
Ott Hardware Co. 
Los Angeles County Building 
Southern California Gas Co. 
California School of Christianity 
Tenth St. School 
Gardner St. School 
St. Francis Hospital 
County High School 
Mercantile Arcade Building 
County Farm Cottage Building 
Siege* Hotel 



Photograph copyrighted by 



In Los Angeles 



THE "City of the Angels" has no winter 
and the temperature there has never fallen 
below 28 deg. Los Angeles has, however, found 
Webster Systems of Steam Heating to be a 
welcome and dependable means of relieving 
the chill of some of her early morning and late 
evening hours, particularly because of the un- 
equalled ability of Webster equipment to 
modulate the degree of heating in quick 
response to changes in outside temperature 

conditions. 

A large number of Los Angeles hotels, 
hospitals, institutions and residences are 
Webster-equipped. Even many of the Los 
Angeles banks, department stores and schools, 
occupied only during the day, are finding it 
worth while to install a Webster System of 
Steam Heating, 
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Chicago 



THE story is told that when La Salle 
first viewed the site of Chicago in 1682, 
he predicted that its future inhabitants would 
be stimulated to exceptional enterprise and 
achievement by its limitless expanse and 
boundless horizon. 

Chicago has amply fulfilled La Salle's 
vision, but she is still planning and building. 
And in these plans, as in the present day 
Chicago, Webster Systems of Steam Heating 
play their essential part. A large proportion 
of the new construction of greater Chicago is 
to be equipped with Webster Systems of 
Steam Heating, just as most of the older 
buildings have been Webster-equipped in the 
past. 




Representative 

Webster Installations 

in Chicago 

Congress & Annex Hotel 

Peoples Gas Building 

Chicago Athletic Club 

Wrigley Building 

First National Bank 

London Guarantee Building 

Cunard Building 

Boston Store 

Rothschild Store 

Mandel Bros, Store 

Apollo Theatre 

Illinois Merchants Bank 

Chicago Temple Building 

Illinois Bell Telephone Building 

Elks Club 

New York Central Terminal 
Postal Telegraph Building 
Butler Bros, Building 
Union Station 
Federal Building 
Thompson Commissary 
Roosevelt Theatre 
Chicago Yacht Club 
America Fore Building 
Fourth Presbyterian Church 
Goetz Apartments 
Washington Park Green House 
Lincoln Park Animal House 
Y. M. C. A. College 
Webster Apartment Hotel 
Archbishop Mundelin Preparatory 

School 
Alexian Brothers Hospital 
Grant Hospital 
Children's Memorial Hospital 
Yellow Coach Mfg. Co. 
Edgewater Beach Hotel 







Representative 

Webster Installations 

in Denver 

Albany Hotel 

America Theatre 

Beatrice Creamery 

Central Savings Bank 

Colorado Building 

Colorado Ice & Cold Storage Co 

Colorado Theatre and Tabor 

Building 
Cooper Building 
Daniels & Fisher Stores Co. 
Denver Athletic Club 
Denver City Hall 
Denver Dry Goods Co. I 

Denver Gas & Electric Co, 
Denver Tramway Building 
First National Bank 
Foster Building 
Golden Eagle Dry Goods Co. 
Ideal Building 
International Trust Co. 
Kistler Investment Co. 
Knights of Pythias Building 
Logan Avenue School 
Masonic Temple 

Merchants Biscuit Co. 
Metropolitan Building 

Morey Mercantile Co. 
North Side High School 
Rocky Mountain News Co, 
Symes Building 
U, S. National Bank 
Colorado Insane Asylum 
Colorado State Hospital 
Woodbury Junior High School 
Waldman Apartments 
Windsor Hotel 
Commonwealth Building 



Photogrraph copyrighted by 
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In Denver 
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THE Mile-High City," 'with the Rocky 
Mountains for its garden wall" is one of 
America's healthiest as well as highest cities. 
Denver's dry, clean, sparkling air, so clear 
that the distant mountain peaks appear de- 
ceptively close at hand, is particularly bracing 
and invigorating. 

But her atmosphere, while invigorating, is 
frequently snappy and nipping as well. 
Denver has her share of low temperature, and 
her architects and heating engineers have 
found that Webster Systems of Steam Heating 
best provide the comfortable and economical 
warmth necessary through the cold winters 
and chilly spring and autumn nights and 
mornings. 






Some of the elements that assure the su 
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The Webster Modulation Valve 

The Webster Modulation Valve is one of 
38 different kinds of appliances which have 
been designed to form parts, as required, of 
Webster Systems of Steam Heating. It adds 
greatly to convenience and comfort and helps 

to save steam. 

A graduated dial and indicator-handle 

show plainly the amount of opening of the 
valve- Less than a full turn of the handle 
secures full opening of the valve, and excess 
capacity is provided to heat a cold radiator 
very quickly upon starting it into operation. 
Quick response to changes in temperature 
as may be desired by occupants of individual 
rooms is the outstanding and important feat- 
ure of the Webster Modulation Valve. 




Webster Engineering Service 



Requir 
maximum ra 



1 Successful operation ; 

2 Automatic removal ol 
tion with no leakage * 

3 No interference by dir 
ing of traps. 

4 99.5 plus per cent vap 



a thoroughgoing and friendly cooperation 



For architects and consulting engineers, 
Webster Service provides a means for 
obtaining authoritative data which has be- 
come available through many years of 
specializing in this industry and meeting 
the requirements of more than 30,000 
Webster Systems of Steam Heating. For 
contractors, Webster Service is a co- 
operation given by engineers, trained 
in the practical features of construc- 



tion, who offer suggestions from their 
experience which lead to faultless steam 
circulation at the start of operation without 
frequent necessity for going back to make 
minor changes. For owners, Webster 
Service maintains contact with installa- 
tions to provide helpful advice and sugges- 
tions leading to greatest comfort and most 
economical operation and maintenance of 
Webster Systems of Steam Heating, 



How the Webster Modulation Valve completely opens the radiator with less 

than a single turn of the handle 




Mealing effect with 
Modulation Valve slightly 

open 





Open for one-third nor 
ma I heating effect 



Open for three -fourths 
normal heating effect 



Full heating effect. Note 
reserve for quict^ warm- 
ing up 



ess of the 30,000 Webster installations 
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The Webster Sylphon Trap 

Another of the 38 Webster Specialties is the 
Webster Sylphon Trap. On the radiator out- 
lets these traps provide further assurance of 
comfort and steam saving by removing air 
and water as rapidly as the steam condenses, 
and at the same time they positively prevent 
the escape of live steam into the return lines. 

These traps compel every ounce of steam 
to do useful work before leaving the radiator, 
thereby assuring maximum radiator effective- 
ness. Their operation is automatic, practically 
instantaneous, and perfect throughout the 
widest necessary range of pressure or vacuum. 
Countless comparative tests have proved 
them to be of unequalled effectiveness and 
efficiency. 
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Webster Sylphon Attachments 

first aid to troublesome heating systems 



Most trouble and losses in heating sys- 
tems are directly traceable to faulty 
radiator traps, Webster Sylphon Attach- 
ments offer a simple, quickly applied, and 
inexpensive remedy for such conditions by 
permitting traps or radiator outlet valves 
of any make to be completely converted 
to the Sylphon type. 

The changeover can usually be made in 
less than five minutes for each radiator, and 



is accomplished without disturbing the old 
trap or valve bodies or their pipe connec- 
tions. All that is required is to remove the 
old operating mechanism and replace it 
with one or two Webster parts. The old 
valve or trap then becomes virtually a new 
Webster Sylphon Trap, and can be de- 
pended upon to keep the radiator free from 
products of condensation without waste of 
steam. 






How Webster Sylphon Attachments are applied to radiator trap bodies 




The shaded portions are the old trap bodies; the unshaded portions are the Webster Sylphon Attachments 




1 







In Minneapolis 



IT is no small task for a heating system to 
function adequately and economically when 
pitted against the outdoor temperatures of 
40 cleg, or more below zero that can be 
expected in Minneapolis. The popularity of 
Webster Systems of Steam Heating there 
indicates that her citizens have found one 
dependable and efficient means of prevailing 
over the rigors of their winters. 

The highly successful records of the hun- 
dreds of Webster installations in Minneapolis, 
particularly in the many cases where Webster 
equipment has been installed to replace un- 
satisfactory apparatus of other make, form 
striking proof of the ability of Webster 
Systems of Steam Heating to meet severe 
operating conditions. 




Representative 

Webster Installations 

in Minneapolis 

Asbury Hospital 

Central Y. M. C. A. 

Hennepin Ave. M. E. Church 

Leamington Hotel 

Lincoln Bank 

Lincoln School 

Minneapolis City Hospital 

Minneapolis General Electric Co, 

Minnesota College 

Northwestern Hospital 

Pillsbury Flour Mills 

Soldiers Home 

Third Church of Christ Scientist 

Western Newspaper Union 

Louanna Apartments 

Heinrich Chemical Co. 

Fulton Bag & Cotton Mills 

Plaza Hotel 

Paine Motor Co. 

Yeates Building 

Plymouth Building 

H. E. Gerrish Residence 

Abbott Hospital 

Andrews Hotel 

Builders Exchange Building 

University Y. M. C. A. 

Washburn Crosby Flour Mills 

Dunwoody Institute 

McKnight Building 

Chamber of Commerce Building 
New York Life Building 

E. E. Atkinson Residence 
Chas. Gates Residence 
A. E. Searle Residence 
Whittier School 
Bethany Home 
Hiawatha Grade School 



\\ 



Photograph copyrighted by 
Curti«s Northwest Aeroplane Co. 



\ 



f?3t*J# 



*■' . 




,••- 






r 



**V ** 









I 






• ■ 






I 









[till 
k •In | 



-t 



I* 

• * 



Ml 



: . 






tv 



X - 



* 



. v 



JTTTT1 






A i 



* . 



r * i 



* • 



M 



Ha 



*i. 



*- 



* fc 






■ i 



■ i 



J 



» i 



• i 






** 



m, 



c 



M 



I 



-}, 



«V] 



»7t7 



*"> 



J ' 



, : ■ * 






C 



i\ 






LSTA&USHED 
-1838- 



Representative 

Webster Installations 

in Milwaukee 

Lakeside Power Station 

Bucyrus Co. 

0. C. Hansen Mfg. Co, 

Kempsmith Mfg. Co, 

Seaman Body Corp. 

Harley Davidson Mfg. Co. 

The Falk Co. 

Westinghouse Lamp Co. 

Van Dyke Knitting Co. 

Merchants & Manufacturers Bank 

First Wisconsin National Bank 

Marshal] & Ilsley Bank 

Schuster's Stores 

Boston Store 

St. Ann's Church 
St. Joseph's Convent 

Northwestern Mutual Life Insur- 
ance Co. 

Juneau Apartments 

Cudahy Apartments 

Ambassador Apartments 

Commodore Apartments 

No. 6 Prospect Avenue 

Harold A. Seaman Residence 

Albert F. Gallun Residence 

Wm, F. Luick Residence * 

St. Michael's School 

National Brake & Electric Co. 

Layton Park Lutheran Church 

Milwaukee Dustless Brush Co. 

Rosland Court Apartments 

Pershing School 

W. J. Kohler Residence 

Carpenter Building 

American Lutheran Association 
Building 

Nash Motors Corp. 
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In Milwaukee 



A COMPLETE list of Milwaukee's Webster 
installations would be ample proof that 
she considers Webster Systems of Steam 
Heating a decidedly worth-while investment, 
whether for public, commercial, or private 
buildings. 

Her typical citizen is quite likely to begin 
the week by worshipping in a Webster- 
equipped church, and on week days to go 
from his Webster-equipped apartment or 
home to his Webster-equipped office or factory, 
while his children attend their Webster- 
equipped school and his wife shops in a 
Webster-equipped department store, drawing 
the necessary money to do so from a Webster- 
equipped bank. Milwaukee knows the lasting 
dependability and economy assured by Web- 
ster Heating Systems. 
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Boston 



THE New England conservatism that 
characterizes a Bostonian's judgment de- 
mands that he decide carefully and on demon- 
strated facts only. 

The popularity of Webster Systems of 
Steam Heating in Boston is, therefore, partic- 
ularly striking evidence of how forcibly 
Webster heating equipment has proved its 
ability to provide comfortable and economical 
warmth through the cold New England 
winters. 

The list of Boston's Webster installations is 
indeed impressive, ranging from Faneuil Hall, 
one of Boston's oldest buildings, to the 

recently completed John Hancock 
Life Insurance Building. 




Representative 

Webster Installations 

in Boston 

Boston Chamber of Commerce 
John Hancock Mutual Life 

Building 
Beacon Trust Co. Building 
Old South Building 
Boston Safe Deposit & Trust Co. 

Building 
Faneuil Hall 
Bulnnch State House 
Edison Building 
Harris Forbes Building 
Little Building 
Suffolk County Court House 
Massachusetts Institute of 

Technology 
Commonwealth Ave. Armory 
Somerset Hotel 
Copley Plaza Hotel 
Hotel Touraine 
Parker House 
Hotel Essex 
United States Hotel 

Masonic Temple 
Boston Arena 
State Theatre 
Beacon Theatre 
Y. M. C A. 

Charlesbank Homes 
Commonwealth Pier 
Forsyth Dental Laboratory 
Atlantic Monthly Building 
Boston City Hospital 
Robert Breck Brigham Hospital 
Massachusetts General Hospital 
Boston Lying-in Hospital 
Scollay Building 
Hotel Bellevue 
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Representative 

Webster Installations 

in Indianapolis 

Fletcher Trust & Savings Building 

Meyer Kiser Bank 

J, F. Wild Bank 

National City Bank 

Claypool Hotel 

Lincoln Hotel 

Guarantee Trust Co. 

Hume Mansur Building 

State Capitol Building 

Marion County Court House 

Union Station 

L. S. Ayres & Co. 

New York Store 

Long Hospital 

St. Vincent's Hospital 

Methodist Hospital 

S. S. Peter & Paul Cathedral 

First M. E. Church 

First Church of Christ Scientist 

Manual Training High School 

Arsenal Technical High School 

Shrine Temple 

Indianapolis Athletic Club 

York Rite Masonic Temple 

Y. M. C. A. Building 

Buckingham Apartments 
Hampton Court 
Fletcher Residence 
Summers Residence 
Clarence Warren Residence 
Loew Theatre 
Prest-O-Li te Co. 
Westinghouse Lamp Works 

Dollman Apartments 
Roosevelt Building 

Eli Lilly & Co. 

Conduit Auto Co. 



In Indianapolis 



WHEN the visitor from abroad^ asks to 
see a typical American City, he can well 
be referred to Indianapolis. Alert, clean-cut, 
broadly planned, vigorous and bustling, with 
a population that is 95 per cent native-born, 
Indianapolis certainly typifies the spirit of 
American enterprise. 

In this typical American city, the list of 
Webster installations is indeed representative, 
including every size and type of building. It is 
a source of pride to the Webster organization 
that Webster Systems of Steam Heating 
have been so universally adopted as standard 
equipment in hundreds of typical American 
communities like Indianapolis. 
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n Cleveland 



THE "Fifth City" is justly proud of her 
diversity of manufactures, her public 
buildings, her ever-increasing civic improve- 
ments, and her progressiveness. 

When Clevelanders put up a building, they 
want the most modern design and the best of 
of materials and equipment; whether it be 
office building or church, hotel or public 
school, it is intended to help add lustre to the 
city's name. 

This spirit explains the predominance of 
Webster Systems of Steam Heating through- 
out the city, for Cleveland has had ample 
experience with Webster Systems and knows 
them to be both trustworthy and efficient to 
the highest degree- 




Representative 

Webster Installations 
in Cleveland 

Leader-News Building 
Fisher Body Ohio Corp. 
Winton Hotel 
Glenville Exchange-Cleveland 

Telephone Co. 
Plain Dealer Building 
Gordon Square Building 
Cleveland Discount Building 
St. Vincent's Charity Hospital 
West Side Community House 
Fidelity Mortgage Building 
Y. W. C. A. Building 
Lorain St, Savings & Trust 

Building 
Cleveland Elec. Ilium. Co. 
City Hall 

Cleveland Worsted Mills 
Dangler Stove Co. 
Cleveland Public Hall 
Newcomer Apartments 
Our Lady of Good Council Church 
Belgrave Apartments 
Park Building 
Cleveland Museum of Art 
Mt. Sinai Hospital 
Wade Park Manor 
Hotel Statler 
East Ohio Gas Building 
Artcraft Building 
Associated Clinic Building 
Penton Publishing Co. 
Ward Baking Co. 

Russ Mfg. Co. 

Miles Standish School 

Public Hall 

North Shaker Blvd. Apartments 

Euclid Chateau 
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Representative 

Webster Installation! 

in St. Louis 

I lotel Statlcr 
Chase II I 

111 Anne* Hotel 
Melbourne Hotel 

Railway Lxchangc Building 
An ile Bui Lling 
hoatmen s Bank. 
Planters Olln e Building 
1 merson Ele< c C 
Gatesworth Apartments 
Bransi Apartments 

St. Louis Cathedral 
Missouri Pacific Hospital 

i Vincent*i Hospital 

I rans Hospital 

MarnLt inary 

I oretto College 

Louis Muii il Courts 

I hng 

it} mitariurn 

tish Rite Cathedra] 

;»he I heatre 

General M * C 

Bridi B ich M Co. 
M. Qt . . Norrit Mfg. Co. 
Missouri B mica I Ci lent 

VI lungton I inversi Law 

School 
St in, Baer & Fuller Dept. ore 

Mercantile 

ub 
1 ways Car Barn 

Odd Fellows Building 

1 ran Mercantile Building 
lllman Apartments 

ite L Insurance 

Building 
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St.L 



GUIS 



THE pr ninence of St. Louis as the center 
of all things to the great Southwest was 
originally largely due to her strategic location 
at the junction of two great rivers 

It is sheer pluck and commercial ability that 
has maintained her preeminenc however. 
The decline of the river traffic that accom- 
panied the development of the railroads might 
have discouraged a less resolute community, 
but St. Louis has conquered changed con- 
ditions by her progress veness. 

St. Lou knows from experience that up- 
to-date methods and equipment are necessar 
for progress and prosperity one of the 
reasons fi the great number of Webster 
Systems of Steam \ {rating there. 
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In Kansas City 



THE latest census reports show that the 
Kansans live longer than the inhabitants 
of any other section of the country. The 
climate and living conditions that help them 
establish such an enviable record are made 
even more equable and stable by the temper- 
ing influence of Webster Systems of Steam 
Heating. 

Kansas City's preference for Webster Sys- 
tems, indicated by their use in the majority 
of her finest and most up-to-date public 
buildings, institutions, commercial buildings 
and residences, is the natural result of her 
experience with the comfortable and eco- 
nomical warmth provided by each Webster 
installation in year-after-year operation. 




Representative 

Webster Installations 

in Kansas City 

Federal Reserve Bank Building 

Waldheim Building 

Commerce Building 

Main Street Theatre and Office 

Buildings 
Davidson Building 
Garden Theatre 
St. Luke's Hospital 
General Hospital 
Grace Hospital 
Isolation Hospital 
St. Mary's Hospital 
City Workhouse 
National Biscuit Co. 
Kansas City Refrigerator Co. 
Firestone Tire Co. 
Goodrich Tire Co. 
Scottish Rite Cathedral 
Wirthman Building 
Liberty Mills 

U. S. Post Office— Station "A" 
Swope Park Green House 
Merchants' Bank Building 
Bellerive Apartment Hotel 
Coca Cola Building 
Southland Hotel 
Mercer Hotel 
W. S. Dickey Residence 
Shields Residence 
Pendergast Residence 
J. W. Jenkins Residence 
Goodyear Tire & Rubber Co. 
Lucerne Apartments 
Brotherhood Block 
Washburn-Crosby Co. 
f. C, Hiatt Apartments 
Elks Club 
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Representative 

Webster Installations 

in Dallas 

Dallas Athletic Club 

Dallas County Criminal Court and 

Jail 
Ford Assembly Plant 
Silberstein School 
Rosemont School 
Terry School 

Booker T. Washington School 
Sunset School 
Highland Park School 
John S. Armstrong School 
Scottish Rite Cathedral 
Baptist Sanitarium 
Dallas News Building 
Neiman Marcus Dry Goods Store 
Oriental Hotel 
Southwestern General Electric 

Building 
Mercantile Bank Building 
Otis Elevator Building 
Melba Theatre and Office Building 
Majestic Theatre and Office 

Building 
Medical Arts Building 
Municipal Building 
Schoellkopf Residence 
Perkins Dry Goods Co. 
Film Exchange 
Magnolia Filling Station and 

Offices 
Robert Freeman Memorial Clinic 
King Motor Car Co. 
Hockaday School 
Hamilton Co. 

Sam Houston Life Building 
Southern Methodist University 
Boren-Stewart Building 
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ALTHOUGH the temperature in Dallas 
seldom falls below 50 deg. f the far- 
sighted Dallas building owner installs a 
heating system to take the sting out of 
occasional chilly days and frosty nights. The 
careful selection of heating equipment is par- 
ticularly important here f for it must be 
capable of instant response and temperature 
modulation to suit individual room require- 
ments no matter how seldom operated. 

The predominance of Webster Systems of 
Steam Heating in Dallas is, therefore, another 
of many instances of how Webster apparatus 
has conclusively demonstrated its ability to 
meet every conceivable heating system re- 
quirement. 









In Atlanta 



SURPASSING all other Southern cities in 
the number and diversity of her manu- 
factures, and one of the greatest railway 
centers in the country, Atlanta is a leading 
spirit in the development of the present-day 
South, 

One indication of Atlanta's progressiveness 
are her many modern and well-equipped public 
buildings, office buildings, institutions, in- 
dustrial plants and residences, Atlanta's 
high standards of building construction and 
equipment have naturally resulted in a large 
number of Webster Systems of Steam Heating, 
for the records of each Webster installation 
justified its selection for others by demon- 
strating superior dependability and efficiency. 




Representative 

Webster Installations 

in Atlanta 

Fulton County Court House 

Federal Reserve Bank 

Grant Building 

Citizens & Southern Bank 

Ansley Hotel 

Piedmont Hotel 

Ponce de Leon Apartments 

Biltmore Apartments 

Boy's Senior High School 

Faith St. School 

Agnes Scott College 

Cox College 

Piedmont Sanatorium 

Scottish Rite Hospital for 

Crippled Children 
M. Rich & Bros. Co. 
Chamberlain-Johnson-DuBose Co- 
Ford Motor Co. Assembling Plant 
Atlanta Ice & Coal Corp. 
Howard Theatre 
Metropolitan Theatre 
Atlanta Trust Co. Building 
Trinity M. E. Church 
Second Baptist Church 
J- Carroll Payne Residence 
Logan Clarke Residence 
Henry Heinz Residence 
Druid Hills Golf Club 
Brookhaven Country Club 
U. S. Government Hospital 
Atlanta Journal Building 
Georgian American Building 
Georgia School of Technology 
Asa Warren Candler Residence 
General Electric Co. 
Atlanta Journal Prize Residence 
Bonar Allen Building 
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Representative 

Webster Installations 
in New Orleans 

Hibernia Bank 

New Orleans Cotton Exchange 
Marine Bank 
Canal-Commercial Bank 
Liverpool London & Globe 
Building 

Whitney Central Bank 
Hartwig Moss Building 
De Soto Hotel 
New Orleans Item Building 
New Orleans Times-Picayune 
Building 

Metropolitan Bank 

St. Charles Hotel 

Louisville & Nashville R. R, Depot 

U. S. Custom House 

Lafayette Hotel 

Monteleone Hotel 

New Court House 

Jesuits College 

D. H. Holmes Dept. Store 

Eye* Ear, Nose and Throat 

Hospital 
U. S. Mint 
Carondelet Building 
American Sugar Refining Co. 
New Orleans Public Library 
Loyola College 
Hotel Dieu 
French Hospital 
Childrens Protestant Episcopal 

Home 
New Orleans Country Club 

Boys High School 

U. S. Naval Station 

Paul Godchaux Residence 

William Henderson Residence 



In New Orleans 



A RARE combination of the Old World 
and the New is to be found in New 
Orleans, where the width of a single street 
separates a town out of old France from as 
modern a city as any in America. 

It is typical of the spirit of newer New 
Orleans that she possesses every convenience 
and improvement that can be boasted by her 
larger or later-developed sisters among Amer- 
ican cities. 

For example, even though situated in a 
comparatively warm climate, a large and 
ever-increasing number of her public build- 
ings, office buildings, stores and residences are 
equipped with Webster Systems of Steam 
Heating, 
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In Atlantic City 



' I 'HIS play-ground of the Eastern seaboard 
1 is superlatively well-equipped with every 
convenience that could add to the comfort and 
pleasure of its constantly changing army of 
guests. Perhaps nowhere in the world is there 
such an imposing array of magnificent, mar- 
velously complete hotels* 

The great number of Webster installations 
in Atlantic City is, therefore, a signal tribute 
to the preeminence of Webster Systems of 
Steam Heating as the standard of heating 
comfort. An overwhelming majority of 
Atlantic City's hotels, each striving to provide 
the greatest possible comfort for its guests, 
has selected a Webster System as the best 

means of promoting its 

efforts. 




Representative 

Webster Installations 

in Atlantic City 

Atlantic City Hotel 
Guarantee Trust Co* 
Brighton Avenue School 
Brighton Hotel Stores 
B. S. J, Dress Co- 
Garden Pier 
Knickerbocker Hotel 
Hotel Chalfonte 
Hotel Chelsea 
Hotel Dennis 
Regent Hotel 
Galen Hall 
Haddon Hall 

Marlborough-Blenheim Hotel 

Royal Palace Hotel 

Hotel Breakers 

Shelburne Hotel 

St. Charles Hotel 

Hotel Traymore 

Illinois Ave. Vocational School 

Seaview Golf Club 

Linwood Country Club 

Atlantic City High School 

Chelsea Bank 

Holy Spirit Parochial School 

Chelsea Baptist Church 

Penna. Avenue Fire Station 

Troy Avenue School 

All Wars Memorial Building 

Walter E. Edge Residence 

Freeman Building 

Hurley-Jones Store 

Moose Home 

Press-Union Building 

Atlantic City Hospital 

Real Estate and Law Building 

Central M. E. Church 
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Representative 

Webster Installations 

in New York 

Hotel Pennsylvania 
Garment Center Buildings 
Metropolitan Life Insurance 

Building 
Hotel Belmont 
Waldorf Astoria Hotel 
McAlpin Hotel 

Theodore Roosevelt Apartments 
580 Park Avenue, Apartment 
920 Fifth Avenue, Apartment 
Manhattan Eye, Ear 

and Throat Hospital 
U. S. Rubber Building 
Fisk Rubber Building 
Hospital for Ruptured and 

Crippled Children 
American Tel. and Tel. Building 
Benenson Investing Building 
Singer Building* 
Federal Reserve Building 
Guarantee Trust Company 
Equitable Building 
Adams Express Building 
Bankers Trust Building 
N. Y. Stock Exchange Building 
Cunard Building 
Standard Oil Building 
N. Y. Aquarium 

Curb Market Exchange Building 
National City Buildings 
Hotel Plaza 
Beth Israel Hospital 
Mecca Temple 
Roosevelt Hotel 

Equitable Life Assurance Building 
Westinghouse Building 
R. H. Macy Dept. Store 



In New York 



IN this largest city of the United States, the 
largest office building, the largest hotel and 
most of the larger apartment houses, factories 
and institutions are heated with Webster 
Systems of Steam Heating. The residences 
in town and country of a great many of New 
York's business men are also equipped with 
the same type of heating system* 

The predominance of Webster Systems of 
Steam Heating in New York is no mere 
accident. It is because in installation after 
installation among thousands all over the 
country, Webster Systems have definitely 
proved their superior 
dependability, comfort 
and economy • 
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7. Cheney Bros., S. Man- 
chester, Conn. 

8- Jos. Campbell Co., Cam- 
den. N. J, 

9. American Locomotive 
Co., Schenectady, N. Y- 

10. Kelly - Springfield Tire 
Co., Akron. O. 

1 1 . Goodyear Tire & Rub- 
ber Co. , Akron, O. 

12. R. J. Reynolds Tobacco 
Winston-Salem.N'.C. 
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The permanent satisfaction assured by 
each Webster System is the result of more 
than the mechanical perfection of Webster 
apparatus, important as this factor is. 
Each Webster installation has behind it the 
wealth of practical knowledge accumulated 
by the Webster organization during 35 
years of experience as the pioneers and 
acknowledged leaders in the steam heating 
field; each Webster installation is backed 
by the reputation and integrity of the 
oldest and strongest manufacturers of 
steam heating equipment in the country; 
and throughout the planning, design, con- 
struction and operation of each installa- 
tion, the Webster organization of engineers, 
through 41 branch offices, offers an expert 
service to architects, engineers, contractors 
and owners. 



The Webster-equipped 42- 
story L. C. Smith Building, 
Seattle; outside of New 
York, the highest office 
building in the world. Mt. 
Rainier in the distance. 
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A view of the new Factory and Offices of 

Warren Webster & Company 

at 17th & Federal Sts., Camden, N.J. 

TY7ARREN WEBSTER AND COMPANY started business in Philadelphia 
VV in 1888, Requiring greater facilities and room for expansion, it was decided 
to move to Camden, New Jersey, and the first unit of the Camden plant was built 
at Point and Elm Streets in 1893. Four times thereafter additional buildings 
were erected in order to take care of the increasing business. 

In 1923, Warren Webster and Company received notice from the Delaware 
River Joint Bridge Commission advising that their property would be required 
as part of the site of the new bridge over the Delaware River which is to connect 
the States of Pennsylvania and New Jersey. It was necessary, therefore, to move 
and immediate action was taken by the Company. 

The illustration above shows the new plant which has been erected at 
Seventeenth and Federal Streets, Camden, New Jersey. We take this oppor- 
tunity of extending to our friends an invitation to visit us. 





Atlanta 
Atlantic City 
Baltimore 
Boston 
Birmingham 

Chattanooga 
Chicago 



Cincinnati 

Cleveland 

Columbus 

Dallas 

Denver 

Des Moines 

Detroit 



Branch Offices and Representatives 



Easton 

Grand Rapids 
Indianapolis 
Kansas City 
Los Angeles 
Louisville 



Memphis 
Milwauk 
Minneapolis 
New Orleans 
New York 
Omaha 



Philadelphia 
Pittsburgh 
Portland, Ore. 
Richmond 
Rochester 
St. Louis 
inaw 




San Francisco 

Seattle 

Spokane 

Toledo 

Tulsa 

Washington 

Wilkes- Barre 



Montreal 



Sole Representatives and Manufacturers for Canada 

DARLING BROTHERS. Limited 

Toronto Halifax Ottawa Winnipeg Quebec Calgary 

London. England: THE ATMOSPHERIC STEAM HEATING CO., Ltd. 



Vancouver 



